I’OT-A.UXTS’ VOLCANO 

REVOLVING AND VENTILATING 

CHIMNEY TOP 

BEST IN THE WORLD. 
PROTECTED BY PATENTS IN U. S. and CANADA. 
SATISFACTION GUARANTEED . 

The IRON MOUNTINGS are composed of only two 
parts, and no pins or wire are required to hold down cap. 

It protects chimney fully from rain, sleet and 
snow, and prevents all downward draft. 

It has a DEFLECTOR corresponding- with 
HOOD, by which is formed the sloped opening in 
back of hood, which creates a strong upward 
draught, and allowing free passage of smoke. 
TOP COMPLETE. 

Inches, 6 7 8 9 10 12 

Perdoz., $24.00 $26.00 $28.00 $32.00 $34.00 $40.00 

IRON MOUNTINGS WITHOUT COVER. 
Inches, 6 7 8 9 10 12 

Perdoz., $13.00 $13.50 $15.00 $16.50 $18.00 $22.00 

Patterns for hood and vane furnished free of charge. 



IWANS’ 

PATENT 
IMPROVED 

Post Hole 
and Well Auger 

THE BEST in the WORLD. 
MADE TO PERFECTION. 

Received Highest Award 
World’s Columbian 
Exposition . 

- MADE BY - 

I loan Bros. 

STREATOR, ILL. 



It is the only Anger 
that has met with 
universal satisfaction un¬ 
der all conditions of soil. 

It Should be in the Hand of 
Every Farmer, Plumber, 
Contractor, and 
Whoever May Have Use 
for a Good 
Post Hole Auger. 


Sizes, Inches, 6 7 8 9 10 

Per Doz., Pol’d, $28 $30 $30 $32 $36 


-SOLD BY- 


A. F. SHAPLEI6H HDW. CO. 
















